252     NONDOCKETED ITEMS

-9006250108 Safety insp on 900530 of License 34-00499-12.Insp findings: no violations
observed.
KING.W.T. Region 3 (Post 820201). 90/06/06. 12pp. 61081:344-61081:355.

-9008060205 Matls licensing package for Amend 17 to License 34-00054-04 for GE
Lighting.ControI:389069.
ADAM.WJ. Region 3 (Post 820201). 389069. 90/05/18. 3pp. 61078:006-61078:008.

-9012030018 Forwards demand for info ttr dtd 901102.Ltr issued to Part 30
licensees.per 900727 Itr requiring 10CFR30.35 compliance.

PAPPAS.H.   Region  3  (Post  820201).  90/11/09.   Region  3  (Post  820201).   1p.
61081:356-61082:025.

-9012030046 Forwards demand for info re decommissioning funding plan or certificate
that financial assurance for decommissioning has been provided.
DAVIS.A.B. Region 3 (Post 820201). 90/11/02. SteriGenics International (formerly Ra-
diation Sterilizers, Inc.). 1 p. 61081:357-61082:025.

-9012180275 Matls licensing package for Amend 39 to License 34-00054-06 for GE
Co.Control:390222.

PISKURA.D.A.   Region   3   (Post   820201).   390222.   90/10/23.   2pp.   61079:287-
61079:288.

-9102180119 Reviews 901102 demand for info Itr & 901107 response & agrees that
facility in compliance W/10CFR30.35, "Financial Assurance & Recordkeeping for De-
commissioning."

MCCANN.G.M. Region 3 (Post 820201). 91/01/30. ZIELINSKI.A.M, General Electric
Co. 1 p. 61080:321 -61080:321.

-9203040007 Matls licensing package for amend 15 to license 34-00054-04 for GE.
MCCANN.G.M.  Office of Nuclear Material Safety & Safeguards. 82/10/21.  1p.
61078:225-61078:225.

-9203040015 Matls licensing package for amend 14 to license 34-00054-04 for GE.
GUINN.P.R.   Radioisotopes   Licensing   Branch   (Pre   790501).   78/10/25.   3pp.
61078:226-61078:228.

-9203040021 Matls licensing package for amend 13 to license 34-00054-04 for GE.

*  Atomic Energy Commission, Directorate of Licensing (720101-750118). 73/12/11.
3pp. 61078:229-61078:231.

-9203040023 Matls licensing package for amend 12 to license 34-00054-04 for GE.
BRINKMAN Atomic Energy Commission (Pre 750119). 69/08/07. 1p. 61078:232-
61078:232.

-9203040025 Matls licensing package for amend 11 to license 34-00054-04 for GE.

* Atomic Energy Commission (Pre 750119). 68/09/13.1p. 61078:233-61078:233.

-9203040026 Matls licensing package for amend 10 to license 34-00054-04 for GE.
MILLER.W.O. Atomic Energy Commission (Pre 750119). 67/01/04. 2pp. 61078:234-
61078:235.

-9203040027 Matls licensing package for amend 9 to License 34-00054-04 for GE.
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 66/09/08. 1p. 61078:236-
61078:236.

-9203040028 Matls licensing package for amend 8 to License 34-00054-04 for GE.
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 65/04/16. 1p. 61078:237-
61078:237.

-9203040031 Matls licensing package for amend 7 to License 34-00054-04 for GE.
BRINKMAN.R.E.   Atomic   Energy   Commission   (Pre   750119).   64/08/28.    3pp.
61078:238-61078:240.

-9203040035 Matls licensing package for amend 6 to License 34-00054-04 for GE.
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/07/26. 1p. 61078:241-
61078:241.

-9203040044 Matls licensing package for amend 5 to License 34-00054-04 for GE.
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/06/06. 1p. 61078:242-
61078:242.

-9203040045 Matls licensing package for amend 4 to License 34-00054-04 for GE.
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/05/03. 1p. 61078:243-
61078:243.

-9203040047 Matls licensing package for amend 3 to License 34-00054-04 for GE.
BRINKMAN.R.E.   Atomic   Energy   Commission   (Pre   750119).   62/08/30.   3pp.
61078:244-61078:246.

-9203040050 Matls licensing package for amend 2 to License 34-00054-04 for GE.
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/09/02. 4pp. 61078:247-
61078:250.

-9203040060 Matls licensing package for amend 1 to license 34-00054-04 for GE.
MASON,J.R. Atomic Energy Commission (Pre 750119). 59/04/29. 1p. 61078:251-
61078:251.

-9203040063 Matls licensing package for license 34-00054-04 for GE.
MASON,J.R. Atomic Energy Commission (Pre 750119). 58/09/08. 2pp. 61078:252-
61078:253.

-9203040070 Application for license.authorizing possession & use of 500 mCi all radioi-
sotopes between 3 & 83 plus tritium for R&D.
CLARKE.S.B. General Electric Co. 9990. 58/04/04. 7pp. 61078:254-61078:260.

-9203040085 Advises that Radioisotope Committee established in Feb 1956, per J
Kastner request

*  General Electric Co. 58/04/02. Atomic Energy Commission (Pre 750119). 5pp.
61078:261-61078:265.

-9203040087 Forwards application for broad specific license.
KASTNER.J. General Electric Co. 58/04/04. HITCH,J,W. Atomic Energy Commission
(Pre 750119). 1 p. 61078:266-61078:266.

-9203040306 Requests addl listed info to complete review of 580404 application for
broad license for R&D.

BOWYER.J.E.   Atomic    Energy   Commission    (Pre    750119).    9990.    58/06/09.
CLARKE.S.B. General Electric Co. 2pp. 61078:267-61078:268.

-9203040311 Responds to 580609 Itr re application for broad license. Radioisotope
committee has complete radiological control over all radioactive matls.
KASTNER.J. General Electric Co. 2182. 58/07/01. BOWYER.J.E. Atomic Energy
Commission (Pre 750119). 2pp. 61078:269-61078:270.

-9203040313 Ack receipt of 581014 Itr.Proposed radiological safety procedures suffi-
ciently complete to be put into final form.

SIMS.R.W. Atomic Energy Commission (Pre 750119). 58/10/31. KASTNER.J. General
Electric Co. 1p. 61078:271-61078:271.

-9203040316 Expresses appreciation for prompt consideration & action re application
for broad license.

KASTNER.J. General Electric Co. 4597. 58/10/14. SIMS.G. Atomic Energy Commis-
sion (Pre 750119). 1p. 61078:272-61078:272.

-9203040319 Application for amend to license 34-00054-04,authorizing possession of
tritiated water at activity of 1 Ci per gram.

KASTNER.J. General Electric Co. 3281. 59/04/13. BRINKMAN.R. Atomic Energy
Commission (Pre 750119). 1 p. 61078:273-61078:273.

-9203040322 Forwards radiation protection bulletin.per 581031 request.
PENNINGTQN.E.J. General Electric Co. 6157. 58/12/17. SIMS.R.W. Atomic Energy
Commission (Pre 750119). 1p. 61078:274-61078:274.

-9203050095 Responds to 600126 Itr re tagging requirements of License 34-00054-
04.Warning tag to be attached to source capsule rather than lead storage container.
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/03/31. MATELSKY.I. Gen-
eral Electric Co. 1p. 61078:275-61078:275.

-9203050103 Responds to insp of License 34-00054-04 on 590903.Assures that licens-
ee in compliance w/1 OCFR20 & license requirements.

MATELSKY.j. General Electric Co. 0492. 60/01/26. MASON.J.R. Atomic Energy Com-
mission (Pre 750119). 2pp. 61078:276-61078:277.

-9203050109 Application for amend.renewing license 34-00054-04.
CLARKE.S.B. General Electric Co. 60/08/09. 3pp. 61078:278-61078:280.

-9203050110 Application for amend.renewing license 34-00054-04.

*  General Electric Co. 45523. 62/08/08. 3pp. 61078:281-61078:283.

-9203050113 Forwards application for renewal of License 34-00054-04.W/o encl.
MATELSKY.I. General Electric Co. 62/08/08. BRINKMAN.R.E. Atomic Energy Com-
mission (Pre 750119). 1p. 61078:284-61078:284.

-9203050119 Forwards application for renewal of License 34-00054-04.
MATELSKY.I. General Electric Co. 28554. 60/08/12. MASON.J.R. Atomic Energy
Commission (Pre 750119). 1 p. 61078:285-61078:285.

-9203050159 Application for amend to license 34-00054-04,airthorizing use of matl at
Cleveland Lamp Plant

MATELSKY.I. General Electric Co. 63/04/30. BRINKMAN.R.E. Atomic Energy Com-
mission (Pre 750119). 1 p. 61078:286-61078:286.

-9203050168 Forwards application for amend to License 34-00054-04. authorizing
transfer of possession & control of Tungsten Products.

MATELSKY.I. General Electric Co. 51307. 63/05/06. BRINKMAN.R.E. Atomic Energy
Commission (Pre 750119). 1 p. 61078:287-61078:287.

-9203050173 Application for amend to license 34-00054-04,authorizing possession &
use of .06 mCi Tungsten-181,1.65 mCi Tungsten-185 & 500 mCi Tungsten-187.

* General Electric Co. 51307. 63/05/06. 3pp. 61078:288-61078:290.

-9203050178 Requests add! info re 630506 application for byproduct matls authorizing

blending tests w/Tungsten-181,185 & 187.
BRINKMAN.R.E.   Atomic   Enen

Energy  Commission   (Pre   750119).   51307.   63/05/21.
MATELSKY,!. General Electric Co. 1p. 61078:291-61078:291.

-9203050180 Forwards application for amend to License 34-00054-04, authorizing pos-
session & use of Tungsten-185.

MATELSKY.I. General Electric Co. 51307. 63/05/29. BRINKMAN.R.E. Atomic Energy
Commission (Pre 750119). 1p. 61078:292-61078:292.

-9203050182 Application for amend to license 34-00054-04,authorizing possession of
Tungsten-181,185 & 187.

* General Electric Co. 63/05/29. 4pp. 61078:293-61078:296.

-9203050185 Responds to 630415 request for add! info re application for amend to li-
cense 34-00054-04.Ground plan encl.

MATELSKY.I. General Electric Co. 63/06/13. BRINKMAN.R.E. Atomic Energy Com-
mission (Pre 750119). 4pp. 61078:297-61078:300.

-9203050187 Informs of typo in first paragraph of 630613 Itr re 5 Ci H-3 possession per
license period.

MATELSKY.I. General Electric Co. 50870. 63/06/14. BRINKMAN.R.E. Atomic Energy
Commission (Pre 750119). 1p. 61078:301-61078:301.

-9203050192 Requests addl info re 630415 application for amend to License 34-00054-
04.

BRINKMAN.R.E.   Atomic   Energy  Commission   (Pre   750119).   50870.   63/05/07.
MATELSKY.I. General Electric Co. 1p. 61078:302-61078:302.

-9203090259 Application for amend to license 34-OO054-Q4,authorizing release of up to
5 Ci Kr-85 & 5 Ci tritium to atmosphere per license period.

MATELSKYJ. General Electric Co. 58370. 63/04/15. BRINKMAN.R.E. Atomic Energy
Commission (Pre 750119). 1 p. 61078:303-61078:303.

-9203090264 Forwards corrected Amend 6 to License 34-00054-04.W/0 encl.

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/07/26. MATELSKY.I.
General Electric Co. 1 p. 61078:304-61078:304.

-9203090267 Application for amend.renewing license 34-00054-04.

* General Electric Co. 81893. 64/08/14. 2pp. 61078:305-61078:306.

-9203090269 Forwards application for renewal of License 34-00054-04. W/o encl.
MATELSKY.I. General Electric Co. 64/08/14. BRINKMAN.R.E. Atomic Energy Com-
mission (Pre 750119). 1 p. 61078:307-61078:307.ns authorized to perform installation.initial radiation survey, relocation & removal
